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1. PFRSONAL OETAILS 
Hame : 

Date Pf g-irth: 

Job T it1e: 


CURRICULUM VITAE 


MOORE, Jeff - . 

a 

REDACTED 

Senior Sci enti st'and Study Director, 
Department of Biopharmaceutical AnaTysis 


i 

i 


Educa t , 'I gn-: 

1979-1982 


2 . PRFSFNT EMPLDYMENT 
Hazleton UK 

REDACTED 


REDACTED 


Kingston Polytechnic 

BSc Bioanalytical Science Option of Applied 
Science degree 2(1) 


Senior Scientist and Study Director, | 

Oepartment of Biopharmaceutical Analysis 
(formerly Bloanalytical). 

ResponsibiTities as fior Study Oirector role 
(below) but since September 1991 responsibl« 
for Toxicoliogy Support which include staff 
tn Bioanaliytical and in.Toxicology 
Formulations; responsible to the' Head of 
Oepartment 

Study Director in Bioanalytical Department. 
Responsiblie for the supervision. of projects 
within the department to ensure good 

a CORNING Se',*ces Ccmcar.,. 

V 
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PRESEMT EMPLOVMENT; 

REDACTED 


3:. 


PAST EHPIOYMENT 

RHDACTED 


4. 


TRAINING COURSES 
1983 


continued 

sciientific and commercial management. Thiis 
Includes close liaison with sponsors as well 
as the Section Manager. Supervi sion and 
training of junior and graduate staff Is a 
further responsibiTity. 


Beecham Pharmaceuticals Research. Division-, 
Analytical Chemist in Pharmacokinetics Unit. 
Responsible for niethod development and 
routine assay of biofluid'samples generated 
by toxicology studies and ‘clinica! trials as 
well as the reportlng and! pharmacokinetic 
interpretation of resuits. Responsible for 
training- of junior staff in the use of VG 
Multichrom data capture System 


Pharmacokinetiics Training Course 
(Dr P E Coates OMPD Beecham Harlow) 


1984! 


1984 

1984 

1985 


Laboratory Animal Handling 
(introductory course for potential Home 
Office licensees) 

Salid-Phase Extraction Techniques 
(Analytical Symposium) 

VG'Multichrom Tiraining Course 

Communi cati on and Report Wri-ting Workshop 




J 


88 . 


Source: https://www.industrydocuments.ucsf.edu/docs/mzlmOOOO 
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4. TRAIiNING C0URSES * conttnuedi 

1991 Management Skills Training Course, HUK 

(5-day) 


5. 


PROFESSIONAL _QOAtiIFI.CATIORS 

1989 Chartered Chemist and Member of Royal 

Society of Chemistry 


6 . PUBLKA T I QM 

1990 "Automatiion of a HPLC assay for the 

determinationi of nicotine, cotinine and 
3-hydroxyGOtinine in Human urine"' 

J 8iomed’ and Pharm Anal . 3: 1051-1054 (1990) 


1991 Moore, J 1 ; Robotham, L and Wagner, J; ; 

"Tabuiation of Bioanalytlcal Data: An> j 
alternati ve to LIMS’\. Chemometrics and | 
IntellIqent Laboratorv Systems : Laborat flrx [ 
Information Management . 11:163-172 (1991) j 



90. 
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